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PART III 


Stores Purchase 


Technical Education Department 
SHORT TENDER EXTENSION NOTICES 


(1) 


[No. 24 / 10 /P1/C ] 


No.P1-4787 / 10 /C . 

29th June 2011 . 
Sealed tenders are invited for the supply of equipments 
for the use of Civil Engineering Department of College of 
Engineering, Thiruvananthapuram . 


DETAILS OF ITEMS 


— 1No . 


1. Pressure Cell 10 Ton Capacity 
2 . Electric Oven 
3 . Pump 
4 . Permea Meter with tanks 
5. Compaction mould with rammer 
6 . Distilled water apparatus 
7. Gripping tools forGeo textiles 

Measurements 
8. DialGuages 
9 . De Aired water apparatus 

(AIM 097- 1) 


ĪĪĪĪI 


Cost of tender form : 

Original — 520 . 
Duplicate — 260 . 

By post (Original) — 560 . 
Last date and time of sale of tender form 
27 -7 - 2011, 2 p .m . 

Last date and time of receipt of tender — 28 -7 - 2011 , 
3p .m . 

Date and time of opening of tender — 29 - 7 - 2011, 
12 Noon . 

Intending tenderers may on application to the under 
signed to obtain the requisite tender form on which tenders 
should be submitted . Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non -refundable under 
any circumstances . The tender forms are not transferable. 
Cost of tender form is only acceptable by money order 
or cash remittance to this office . As per condition the 
tenderer should send along with his tender an agreement 
executed and signed in Kerala Stamp Paper value of 

100 and Earnest Money Deposit 1 % of the total cost of 
articles tendered . Tenders without agreement, tender form 
and Earnest Money Deposit will be rejected . 


- 1 , 


- 2 Nos. 


- 


1 , 


E .M .D . — 1 % . 


E . M .D . - 1 % . 


തിരുവനന്തപുരം ഗവൺമെന്റ് എഞ്ചി നീ യ റിംഗ് 
കോ ളേ ജിലെ സിവിൽ എഞ്ചി നീ യ റിംഗ് വകു പ്പിൽ 
ആവ ശ്യ മായ യന്താപകരണങ്ങൾ വിതരണം ചെയ്യാൻ 
താല്പര്യമുള്ള സ്ഥാപനങ്ങളിൽനിന്നും മുദ്രവച്ച ദർഘാസു 
കൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


- ഇനവിവരം 


1. പ്രഷർ സെൽ 10 ടൺ കപ്പാസിറ്റി - 1 എണ്ണം 
2. ഇലക്ട്രിക് ഓവൻ 
3. പമ്പ് 
4. പെർമിയ മീറ്റർ വിത്ത് ടാങ്ക് 
5. കംപാക്ഷൻ മൗൾഡ് റാമർ 
6. ഡിസ്റ്റിൽഡ് വാട്ടർ അപ്പാരറ്റസ് 
7. ഗ്രിപ്പിങ്ങ് ടൂൾസ് ഫോർ 

ജിയോടെസ്റ്റയിൽസ് മെഷർമെന്റ് സ് - 1 
8. ഡയൽ ഗേജസ് 
9. ഡി എയേർഡ് (De Aired) 

വാട്ടർ അപ്പാരറ്റസ് ( AIM 097 - 1 ) - 1 എണ്ണം 


Cost of tender form : 

Original - 416. 
Duplicate - 208 . 

By post (Original) — 456 . 
Last date and time of sale of tender form 
27-7- 2011, 2 p . m . 

Last date and time of receipt of tender - 28 - 7 - 2011 , 
3 p . m . 

Date and time of opening of tender - 29 - 7- 2011, 11 a . m . 

Intending tenderers may on application to the under 
signed to obtain the requisite tender form on which tenders 
should be submitted . Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non -refundable under 
any circumstances. The tender formsare not transferable . Cost 
of tender form is only acceptable by Money Order 
or cash remittance to this office. As per condition the 
tenderer should send along with his tender an agreement ex 
ecuted and signed in Kerala Stamp Paper value of 

100 and Earnest Money Deposit 1 % of the total cost of 
articles tendered. Tenders without agreement, tender form 
and Earnest Money Deposit will be rejected . 

- തിരുവനന്തപുരം ഗവൺമെന്റ് എഞ്ചി നീ യ റിംഗ് 
കോ ളേ ജില സിവിൽ എഞ്ചി നീ യ റിംഗ് വകു പ്പിൽ 
ആ വ ശ്യ മായ യന്താപകരണങ്ങൾ വിതരണം ചെയ്യാൻ 
താല്പര്യമുള്ള സ്ഥാപനങ്ങളിൽനിന്നും മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 


നിരതദ്രവ്യം - 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 520. 
പകർപ്പ്- 260. 
തപാൽവഴി- 560 . 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ ന യുടെ അവസാന 
തീയതിയും സമയവും- - 27 - 7 - 2011, 2 മണി. 

ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും-- 28 - 7 - 2011, 3 മണി. 


ഇനവിവരം 
1. വൈബ്രേറ്റിംഗ് വയർ ട്രെയിൻ ഗേജ് - 3 എണ്ണം 
2. ഡിജിറ്റൽ റീഡ്ഔട്ട്യൂണിറ്റ് 

-- - 1 ,, 
3. എൽ. വി. ഡി. റ്റി. ഡിസ്പ്ളേ യൂണിറ്റ് - 1 സെറ്റ് 


നിരതദ്രവ്യം - ഒരു ശതമാനം. 


ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും 
29 - 7 - 2011, 12 മണി. 

ദർഘാ സ് വില പണ മാ യി ട്ടോ , മണി യോർ ഡർ 
ആയിട്ടോ മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദർഘാസ് നമ്പർ, 
തീയതി എന്നിവ രേഖ പ്പെടു ത്തി , മുദ്രവച്ച ക വ റു കൾ 
പ്രിൻസിപ്പാൾ, എഞ്ചിനീയറിംഗ് കോളേജ്, തിരുവനന്തപുരം- 16 
എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. താമസിച്ച് 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 
ദർ ഘാസ് പമാ ണ ത്തോ ടൊപ്പം ആകെ വില യുടെ 1 % 
നിര ത ദ വ്യവും 100 വിലയുള്ള കേരള മുദ്രപത ത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 

ദർഘാസുകൾ തുറക്കുന്ന തീയതി മുതൽ ആറുമാസം 
വരെ വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 
ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 416 . 
പകർപ്പ് - 208. 
തപാൽവഴി 456. 


( 2 ) 


[No. 36 /10/P1/CERD ] 


No. P1-1281/11/ CERD . 

29th June 2011. 
Sealed tenders are invited for the supply of equipments 
for the use of Civil Engineering Department of College of 
Engineering, Thiruvananthapuram. 

DETAILS OF ITEMS 
| 1. Vibrating Wire Strains Gauge - 3 Nos. 
2. Digital Readout Unit 

- 1 No . 
3. LVDT with display unit 

- 1 Set 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ നയുടെ അവ സാന 
തീയതിയും സമയവും - 27 - 7 -2011, 2 മണി. 

ദർ ഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും- 28 -7 - 2011 , 3 മണി. 

ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും 
29 - 7 - 2011, 11 മണി. 

- ദർഘാ സ് വില പണ മാ യി ട്ടോ , മണി യോർ ഡർ 
ആയിട്ടോ മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദർഘാസ് നമ്പർ, 
തീയതി എന്നിവ രേഖ പ്പെടു ത്തി , മുദ്രവച്ച കവ റു കൾ 
പ്രിൻസിപ്പാൾ, എഞ്ചിനീയറിംഗ് കോളേജ്, തിരുവനന്തപുരം-16 
എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. താമസിച്ച് 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 
ദർഘാസ് ( പമാ ണ ത്തോ ടൊപ്പം ആകെ വില യുടെ 1 % 
നിരതദ വ്യവും 100 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 

- ദർഘാസുകൾ തുറക്കുന്ന തീയതി മുതൽ ആറുമാസം 
വരെ വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 
ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


3 


പി1/ 1470/ 2011 / സി 
39 / 10 / പി1/ സി 


എൽ. വി. ഡി . റ്റി . ആന്റ് 5 ചാനൽ 
ഇൻഡിക്കേറ്റർ - 1 എണ്ണം 


- ( 3) 
No . P1 -1468/2011/ C . 

29th June 2011 . 
Sealed tenders are invited for the supply of the 
following equipments for the use of Civil Engineering De 
partment of College of Engineering , Thiruvananthapuram . 
SL . 

File No. and Details of Item 
No. 

Tender No. 
P1/1468 /2011/ C - Compression Load Cell with 
37/10 /P1/ C 

indicator of capacity 40 T 

3 Nos. 
P1/1469 / 2011 / C Hydraulic Jack 250 KN 
38/ 10 / P1 / C 

capacity least count 2 KN 
1 No. 


നിരതദ്രവ്യം - ഒരു ശതമാനം. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 416. 
പകർപ്പ് - 208. 
തപാൽ വഴി 456. 


3 


P1 / 1470 /2011 / C 
39/10 /P1/ C 


LVDT and 5 Channel 
indicator _ 1 No. 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ ന യുടെ അ വ സാന 
തീയതിയും സമയവും - 27 -7 - 2011, 2 മണി. 

ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും - 28 - 7 - 2011, 3 മണി. 

- ദർഘാ സ് തുറക്കുന്ന തീയതിയും സമയവും 
29 -7 - 2011, 11.30 മണി. 


E . M.D . - 1 %. 


ദർ ഘാ സ് വില പണ മാ യി ട്ടോ മണിയോർഡർ 
ആയിട്ടോ മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദർഘാസ് നമ്പർ, 
തീയതി എന്നിവ രേഖ പ്പെ ടു ത്തി മുദ്രവച്ച ക വ റൂ കൾ 
പ്രിൻസിപ്പാൾ, എഞ്ചിനീയറിംഗ് കോളേജ്, തിരുവനന്തപുരം- 16 
എന്ന മേൽവിലാസത്തിൽ അയക്കേണ്ടതാണ്. താമസിച്ച് 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 
ദർ ഘാസ് പമാ ണ ത്താ ടൊപ്പം ആകെ വില യുടെ 1 % 
നിര ത ദ വ്യവും 100 വില യുള്ള കേരള മുദ്രപത്രത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 


ദർഘാസുകൾ തുറക്കുന്ന തീയതി മുതൽ ആറുമാസം 
വരെ വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 
ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


Cost of tender form : 

Original — 416 . 
Duplicate - 208. 

By post (Original) - 456 . 
Last date and time of sale of tender form 
27- 7 - 2011, 2 p . m . 

Last date and time of receipt of tender 
28- 7 -2011 , 3 p . m . 

Date and time of opening of tender — 29 - 7 - 2011 , 
11 .30 a . m . 

Intending tenderers may on application to the under 
signed to obtain the requisite tender form on which tenders 
should be submitted . Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non -refundable under 
any circumstances. The tender forms are not transferable . 
Cost of tender form is only acceptable by Money Order 
or cash remittance to this office . As per condition the 
tenderer should send along with his tender an agreement 
executed and signed in Kerala Stamp paper value of 
- 100 and Earnest Money Deposit 1 % of the total cost of 
articles tendered . Tenders without agreement, tender form 
and Earnest Money Deposit will be rejected . 


( 4 ) 


[No. 3/11/P4 /CERD ] 
No. E4- 2538/ 11 /E & C . 

29th June 2011 . 
Sealed tenders are invited for the supply of 3- Phase 
Squirrel Cage Induction Motor with loading System for the 
use of Electronics and Communication Engineering Depart 
ment of College of Engineering, Thiruvananthapuram . 


തിരുവനന്തപുരം ഗവൺമെന്റ് എഞ്ചി നീ യ റിംഗ് 
കോ ളേ ജില സിവിൽ എഞ്ചി നീ യ റിംഗ് വകു പ്പിൽ 
ആവ ശ്യ മായ യന്താപകരണങ്ങൾ വിത രണം ചെയ്യാൻ 
താല്പര്യമുള്ള സ്ഥാപനങ്ങളിൽനിന്നും മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 
കമ ഫയൽ നമ്പരും 

ഇനവിവരം 
നമ്പർ ദർഘാസ് നമ്പരും 


E . M.D . - 1 % . 
Cost oftender form : 

Original — 416 . 

Duplicate - 208. 
By post (Original) - 456 . 

Last date and time of sale of tender form 
27 -7- 2011, 2 p. m . 

Last date and time of receipt of tender 
28 - 7 - 2011, 3 p . m . 

Date and time of opening of tender - 29 -7- 2011 , 11 a. m . 
Date upto which the rates are to be form — 31 - 1- 2012. 

Address of the Officer from whom tender forms 
are to be obtained and to whom tenders are to be send — The 
Principal , College of Engineering, Thiruvananthapuram, 
Pin - 695 016 , Kerala. 


പി1 / 1468 / 2011/ സി 
37 /10 / പി1 / സി 


കംപ്രഷർ ലോഡ് സെൽ വിത്ത് 
ഇൻഡിക്കേറ്റർ ഓഫ് കപ്പാസിറ്റി 
40 T - 3 എണ്ണം 
ഹൈഡ്രോളിക് ജാക്ക് - 250 


പി1/1469 /2011 / സി 


- 2 
kn 


38/ 10 / പി1/ സി 


കപ്പാസിറ്റി ലിസ്റ്റ്കൗണ്ട് 2 kn 
1 എണ്ണം 


Load Cell for measuring torque along with 0 - 10V analog 

signal output and digital display . 
Incremental encoder for sensing speed of couple set at 

NDE of Dc Machine . 
Resistance Bank . 


Intending tenderers may on application to the under 
signed to obtain the requisite tender form on which tenders 
should be submitted . Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non - refundable under 
any circumstances . The tender forms are not transferable. Cost 
of tender form is only acceptable by Money Order 
or cash remittance to this office . As per condition the 
tenderer should send along with his tender an agreement ex 
ecuted and signed in Kerala Samp Paper value of 
| 100 and Earnest Money Deposit 1 % of the total cost of 
articles tendered . Tenders without agreement, tender form 
and Earnest Money Deposit will be rejected . 
- തിരുവനന്തപുരം എഞ്ചി നീ യ റിംഗ് കോ ളേ ജില 
ഇലക്ട്രോണിക്സ് ആന്റ് കമ്മ്യൂണിക്കേഷൻ എഞ്ചിനീയറിംഗ് 
വകു പ്പിൽ ആ വ ശ്യ മായ 3 ഫേസ് സ്കറൽ കേ ജ് 
ഇൻഡക്ഷൻ മോട്ടോർ വിത്ത് ലോഡിംഗ് സിസ്റ്റം വിതരണം 
ചെയ്യാൻ താല്പര്യമുള്ള സ്ഥാപനങ്ങളിൽനിന്നും മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


Govt. College of Engineering, 

( Sd.) 
Thiruvananthapuram . 

Principal. 
SHORT TENDER NOTICE 
No. P4- 4773/ 2011. 

- 29th June 2011 . 
Sealed tenders are invited for the supply of the follow 
ing items for the use of Computer Science & Engineering 
Department of College of Engineering , Thiruvananthapuram . 

Tender No. and Item — 4 / 11 /P4 /CSE – Microcontroller 
Trainer Kits and Interface boards for Computer Science and 
Engineering Department. 
Cost of tender form : 

Original — 520 . 


നിരതദ്രവ്യം ഒരു ശതമാനം. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 416. 
പകർപ്പ്- 208. 

തപാൽ വഴി - 456. 
- ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പ നയുടെ അവസാന 
തീയതിയും സമയവും-- 27 -7 -2011 , 2 മണി. 

ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും - 28 - 7 - 2011, 3 മണി. 

ദർഘാ സ് തുറക്കുന്ന തീയതിയും സമയവും 
29 - 7 - 2011, 11 മണി. 

- ദർഘാ സ് വില പണ മാ യി ട്ടോ മണിയോർഡർ 
ആയിട്ടോ മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദർഘാസ് നമ്പർ, 
തീയതി എന്നിവ രേഖ പ്പെടു ത്തി മുദ്രവച്ച ക വ റു കൾ 
പ്രിൻസിപ്പാൾ, എഞ്ചിനീയറിംഗ് കോളേജ്, തിരുവനന്തപുരം- 16 
എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. താമസിച്ച് 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 
ദർ ഘാസ് ( പമാ ണ ത്താ ടൊപ്പം ആകെ വിലയുടെ 1 % 
നിര ത ദ വ്യവും 100 വില യുള്ള കേരള മുദ്രപത ത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 

- ദർഘാസുകൾ തുറക്കുന്ന തീയതി മുതൽ ആറുമാസം 
വരെ വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 
ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 


- Duplicate - 260 . 

| By Post ( Original) - 570 . 
Last date and time of sale of tender form 
25 -7 -2011, 2 p . m . 

Last date and time of receipt of tender - 26- 7- 2011 , 
3 p . m . 

Date and time of opening of tender — 27 -7-2011 , 11 a.m . 
Date upto which the rates are to be firm — 25 - 1-2012 . 

Intending tenderers may on application to the under 
signed to obtain the requisite tender form on which tenders 
should be submitted . Application for the tender 
form should be accompanied by a remittance of above 
prices fixed for the same and which is non - refundable under 
any circumstances . The tender forms are not transferable . 
Cost of tender form is only acceptable by money order 
or cash remittance to this office . As per condition the 
tenderer should send along with his tender an agreement 
executed and signed in Kerala Stamp Paper value of 

| 100 and Earnest Money Deposit 1 % of the total cost of 
articles tendered . Tenders without agreement, tender form 
and EarnestMoney Deposit will be rejected . 


SPECIFICATION 


3 Phase Squirrel Cage Induction Motor with loading system 

6 Terminal, 2 HP, 3 phase 415 V , 50 Hz Open -end 
winding with differential Line Driver output. 


B3 
IP54 


Mounting 
Protection 

Cooling 
DC machine - 2HP capacity 
VA - 220V, VF - 220V, 1500 
RPM 


TEFC 


- തിരുവനന്തപുരം എഞ്ചിനീയറിംഗ് കോളേജിലെ കമ്പ്യൂട്ടർ 
സയൻസ് ആന്റ്എഞ്ചിനീയറിംഗ് വകുപ്പിലേക്ക് ആവശ്യമായ 
സാധനസാമഗ്രികൾ വിതരണം ചെയ്യാൻ താല്പര്യമുള്ള സ്ഥാപ 
നങ്ങളിൽനിന്നും മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

- ദർഘാസ് നമ്പരും ഇനവും - 4/ 11/ പി4 / സി .എസ്. ഇ . 
കമ്പ്യൂട്ടർ സയൻസ് ആന്റ് എഞ്ചിനീയറിംഗ് വകുപ്പിലേയ്ക്ക് 
ട്രെയിനർ കിറ്റുകളും ഇന്റർഫേസ് ബോർഡുകളും വാങ്ങുന്നത്. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 520. 
പകർപ്പ് - 260. 

തപാൽ വഴി- 570. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 25 -7 -2011, 2 മണി. 

ദർഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും 26 - 7 - 2011 , 3 മണി. 


Mounting 


B3 


Protection 


IP23 


Cooling 

IC06 
Couple the Induction Motor with Dynamometer 


ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും 
27 -7 - 2011, 11 em . 


( 1 ) 


( 3) 
Five Units 


Five Units 


ദർ ഘാ സ് വില പണ മാ യി ട്ടോ , മണി യോർ ഡർ 
ആയിട്ടോ മാത്രമേ സ്വീകരിക്കുകയുള്ളു. ദർഘാസ് നമ്പർ, 
തീയതി എന്നിവ രേഖ പ്പെ ടു ത്തി , മുദ്രവച്ച കവ റു കൾ 
Lohmonlopco, 29001mbolos Cacză , MIOJOMM01100 - 16 
എന്ന മേൽവിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. താമസിച്ച് 
ലഭിക്കുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ഒറിജിനൽ 
ദർഘാസ് ( പമാ ണ ത്തോ ടൊപ്പം ആകെ വില യുടെ 1 % 
നിരതദ്രവ്യവും 100 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ 
പ്രാഥമിക കരാർ പ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ്. 


(2 ) 
14 Keyboard and Display Module- Parallel 

Port Based , 16 Keys in 4x4 matrix , 

4 Digit 7 Segment display 
15 ADC & DAC Interface -Parallel Port 

Based , DAC as ADC using successive 

approximation technique by software . 
16 8/ 16 Channel ADC Interface Board 

Parallel port based , on -board Trim -port 
Parallel Port Based Motor Controller 
with Motor- should control motors 
ranging from 2 Kg. to 20 Kg., One 
2 Kg./6 Volt motor Module 


Five Units 


Five Units 


ദർഘാസുകൾ തുറക്കുന്ന തീയതി മുതൽ ആറുമാസം 
വരെ വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 
ദർഘാസ് പ്രമാണം കൈമാറ്റം ചെയ്യാൻ പാടില്ലാത്തതാണ്. 

LIST OF ITEMS 
Item Name of Item with 

Quantity 
No. 

Specifications 


TERMS & CONDITIONS 


(1) 


(3 ) 


Warranty : — Onsite warranty for a period of 1 year from the 

date of installation /commissioning. 
Delivery : — Within 4 weeks from the date of receipt of 

supply order. 
Payment: — After installation , commissioning and final 

acceptance . 


College of Engineering, 
Thiruvananthapuram . 


( Sd .) 
Principal. 


SHORT TENDER EXTENSION NOTICE 


No. P2 - 1105 /2011/GECB . 

1st July 2011. 
Sealed tenders are invited for the supply of Air 
Conditioner 3 MHz Multi wave from signal generator 
requried for web application lab of IT Department to 
Government Engineering College , Barton Hill , 
Thiruvananthapuram . 


Approximate Cost - 


1,20 ,000. 


1 8051 Microcontroller Trainer Kit with at Five Units 

least one RS232C port and parallel port, 
VXT bus for interfacing with VBMB 
series boards , should support VLIM 
series boards, built-in line assembler and 

disassembler, built - in power supply . 
2 8086 Micro Processor Trainer Kit with at Five Units 

least one RS232C port and parallel port , 
VXT bus for interfacing with VBMB 
series boards , should support VLIM 
series boards, built -in line assembler and 

disassembler, built -in power supply. 
3 Proto Type & Bus Adaptor For IBMPC : Five Units 

PCI Bus based , should support VBMB 

series cards. 
4 2 Channel DAC Interface Board with Two Units 

VXT bus 
5 8 Channel ADC Interface Board with Two Units 

VXT bus 
6 8251 & 8253 Interface Board with Two Units 

VXT bus 
7 Printer Interface Board with VXT bus One Unit 
8 8255 Interface Board with VXT bus Two Units 
9 Stepper Motor Controller with Motor Two Units 

and VXT bus 
10 LCD Interface Card with VXT bus Two Units 
11 ADC & DAC measurement & Control Five Units 

Module with VXT bus, AD 590 circuit for 

temperature (or ) input 
12 Accessory for item 11 : 

AD 590 Transducer with digital Five Units 
conditioner for temperature measure 

ment 
13 Accessory for item 11 : 

Water Bath with relay provision for Five Units 
ON /OFF control 


The tenders should be superscribed as Tender 
No. P2/ 1105 /2011 /GEC due on 28 -7 - 2011 and addressed 
to the undersigned to reach her before 3 p . m . on 
29 -7 - 2011 . Late tenders will not be accepted . The tenders 
accepted will be opened at 11 a . m . on 29 - 7 - 2011 in the 
presence of such tenderers or their authourised 
representatives who may be present at that time. 


Intending tenderers may on application to the 
undersigned to obtain the requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by remittance of 

417 which is the price fixed for the same and which is 
non refundable under any circumstances. The tender 
forms are not transferable. Sale of tender forms will be 
closed at 2 p . m . on 28 - 7 - 2011. Cheque , Stamps, Demand 
Draft etc. will not be accepted towards the cost of tender 
forms, nor will forms be sent by V . P . P . Duplicate 
tender forms, if required will be issued at the rate of 

210 per copy. 


Thiruvananthapuram . 


Principal. 


As per tender condition , the tenderer should send 
alongwith his tender an agreement executed and signed 
in Kerala Stamp Paper of value 100 and an Earnest 
Money Deposit ( EMD ) 1 % of the total cost of the 
articles tendered . Tenders without agreement and EMD 
will be rejected . 


SHORT TENDER NOTICE 


Those who want the tender form by post should 
send 50 extra by Money Order to the undersigned . 
Outside firms who desire to get KSP should send an 
additional amount of 60 along with the cost of 
tender form . 


( List of items with tender). 


തിരുവനന്തപുരം സർക്കാർ എഞ്ചിനീയറിംഗ് കോളേജ്, 
ബാർട്ടൺ ഹില്ലിലെ വെബ് ആപ്ലിക്കേഷൻ ലാബിലേക്ക് 
ആവശ്യമായ എയർ കണ്ടീഷണർ സപ്ലെ ചെയ്യുന്നതിലേക്കായി 
മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊളളുന്നു . 


അടങ്കൽ തുക - 1,20,000 . 


ദർഘാസുകൾ സമർപ്പിക്കുന്ന കവറിനുമുകളിൽ ദർഘാസ് 
നമ്പർ പി2 / 1105/ 2 011/ ജി . ഇ . സി . ബി . തീയതി ഇവ 
രേഖപ്പെടുത്തിതാഴെ ഒപ്പിട്ട ഉദ്യോഗസ്ഥന്28 - 7-2011 -ാം തീയതി 
3 മണിക്കു മുൻപ് സമർപ്പിക്കേണ്ടതാണ്. താമസിച്ചുകിട്ടുന്ന 
ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. ദർഘാസുകൾ 29- 7 - 2011 -ാം 
തീയതി രാവിലെ 11 മണിക്ക് ദർഘാസുകൾ സമർപ്പിച്ച 
ആളുകളുടെ സാന്നിദ്ധ്യത്തിൽ ആധികാരികമായി 
തുറക്കുന്നതാണ്. 

- ദർഘാസുകൾ ആവശ്യമുള്ളവർ 417 വില നൽകി 
ദർഘാസ് ഫോറങ്ങൾ വാങ്ങേണ്ടതാണ്. 28 - 7 -2011 -ാം തീയതി 
2 മണിവരെ ദർഘാസ് ഫോറങ്ങൾ വാങ്ങാവുന്നതാണ്. 
ദർഘാസ് ഫോറങ്ങൾ യാതൊരു കാരണവശാലും കൈമാറ്റം 
ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്ക്, ഡാഫ്റ്റ്, പോസ്റ്റേജ് സ്റ്റാമ്പ് 
തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല . വി . പി . പി. യായി ദർഘാസ് 
ഫോറങ്ങൾ അയയ്ക്കുന്നതല്ല. ഡ്യൂപ്ളിക്കേറ്റ് ദർഘാസ് 
ഫോറങ്ങൾ ആവശ്യമുള്ളവർ ഒരു പ്രതിയ്ക്ക് 210 കൂടി 
അയയ്ക്കേണ്ടതാണ്. 

- ദർഘാസ് നിയമമനുസരിച്ച് ദർഘാസ് സമർപ്പിക്കുമ്പോൾ 
ദർഘാസിനോടൊപ്പം 100 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ 
സമ്മതപത്രവും നിരതദ്രവ്യവും വയ്ക്കേണ്ടതാണ്. സമ്മത 
പ്രതവും നിരതദ്രവ്യവുമില്ലാത്ത ദർഘാസുകൾ സ്വീകരിക്കുന്ന 
തല്ല. ദർഘാസുകൾ തപാൽ വഴി ആവശ്യമുള്ളവർ 50 
അധികമായി മണി ഓർഡർ പിൻ സിപ്പാൾ, സർക്കാർ 
എഞ്ചിനീയറിംഗ് കോളേജ്, ബാർട്ടൺ ഹിൽ, തിരുവനന്തപുരം 
എന്ന പേരിൽ മണി ഓർഡർ അയച്ചു തരേണ്ടതാണ്. 
കേരളത്തിനുപുറത്തുള്ള കമ്പനിക്കാർക്ക് കേരള മുദപത്രം 
ആവശ്യമാണെങ്കിൽ ദർഘാസ് ഫോറത്തിന്റെ വിലയോടൊപ്പം 
- 60 കൂടി അധികമായി അടയ്ക്കേണ്ടതാണ്. വിശദവിവരം 
ടെന്ററിനോടൊപ്പം. 


No . D1-1611 /2011 . 

18th June 2011 . 
Sealed tenders are invited for the supply of various 
consumables required for Electronics & Communication 
Engineering Department of Rajiv Gandhi Institute of 
Technology, Kottayam at a Total cost of 59 ,855 . 
Cost of tender forms (including taxes) — 

Original - 416 

Duplicate — 208. 

Last date and time of sale of tender form 
17 - 8- 2011, 3 p . m . 

Last date and time of receipt of tender 
18- 8- 2011 , 3 p . m . 
| Date and time of opening of tender - 19 - 8 -2011, 11 a. m . 

Those who want tender forms by registered post 
should send 35 extra for each tender besides the cost of 
tender forms by money order to the undersigned which 
should be received on or before 25 -7 - 2011 . 

Tender forms can be had from the Office of 
the Principal, Rajiv Gandhi Institute of Technology , 
Velloor P. O ., Pampady , Kottayam -686 501 on a cash 
remittance as above or by money order on all working 
days between 10 a . m . to 3 p . m . The tender should be 
superscribed Tender No . and date with . Cheque , Postage 
Stamp, Drafts , Postal Order etc . will not be accepted 
towards the cost of the tender forms. The tender forms are 
not transferable. 

As per the tender condition the tenderer should send 
along with his tender an agreement executed duly signed 
in Kerala Stamp Paper of value of 100 and EMD 1 % of 
total cost of the articles tendered by way of DD in favour 
of the Principal , Rajiv Gandhi Institute of Technology , 
Kottayam . Tender without agreement and EMD will be 
rejected . Detailed specification will be issued along with 
the tender forms. 


- കോട്ടയം രാജീവ്ഗാന്ധി ഇൻ സ്റ്റിറ്റ്യൂട്ട് ഓഫ് 
ടെക്നോളജിയിലെ ഇലക്ട്രോണിക്സ് ആന്റ് കമ്മ്യൂണിക്കേഷൻ 
എഞ്ചിനീയറിംഗ് ഡിപ്പാർട്ട്മെന്റിലേക്ക് കൺസമബിൾസ് 
നൽകുന്നതിലേക്ക് താൽപ്പര്യമുള്ള കരാറുകാരിൽ നിന്നും 
മുദ്രവച്ച കവറുകളിൽ മത്സരസ്വഭാവമുള്ള ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 


അടങ്കൽ തുക - 59 ,855 
- ടെണ്ടർ ഫോറത്തിന്റെ വില - 

അസൽ - 416 


Government Engineering College, 
Barton Hill , 


(Sd.) 


- പകർപ്പ് - 208 . 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 17 - 8- 2011, 3 മണി. 

പൂരിപ്പിച്ച ദർഘാസ് സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 18 - 8-2011, 3 മണി. 

ദർ ഘാ സ് തുറ ന്ന് പരിശോധിക്കുന്ന തീയതിയും 
സമയവും - 19 - 8 - 2011, 11 മണി. 


cost of tender forms. The forms will not be sent by V . P. P. 


The offer should be valid for a minimum period of 
six months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


ദർഘാസ് ഫോറം തപാൽ മുഖേന ആവശ്യമുള്ളവർ 
35 അധികമായി ഓരോ ദർഘാസ് ഫോറത്തിന്റെ യും 
വിലയോടൊപ്പം മണിയോർഡർ ആയി അയക്കേണ്ടതാണ്. 
omicboðWB midolom Bomom 01001 25 -7 - 2011 
ആയിരിക്കും. മുകളിൽ പറഞ്ഞിരിക്കുന്ന ടെണ്ടർ ഫോമിന്റെ 
വില എല്ലാ നികുതിയും ഉൾപ്പെടെയാണ്. 

ദർഘാസ് ഫോറങ്ങൾ പ്രിൻസിപ്പാൾ, രാജീവ്ഗാന്ധി 
Ummy1932 $ 650ð osócM5321, 0013318 1 . 63 ., doMIOS ), 

കോട്ടയം-686 501 എന്ന വിലാസത്തിൽ നേരിട്ടോ മണിയോർഡർ 
മുഖേനയോ എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും രാവിലെ 10 
മണി മുതൽ വൈകുന്നേരം 3 മണിവരെ ലഭിക്കുന്നതാണ്. 

ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനുമുകളിൽ ദർഘാസ് 
നമ്പരും തീയതിയും രേഖപ്പെടുത്തേണ്ടതാണ്. ദർഘാസ് 
G . 130BB308 0000002 Domouvovelo 6002090 0192000 
21052330e .Oo , crwoněğ, Gology 08 358Wb, 01708 
സ്റ്റാമ്പ് മുതലായവ സ്വീകരിക്കുന്നതല്ല . 

- ദർഘാസ് നിയമം അനുസരിച്ച് ദർഘാസ് സമർപ്പിക്കുന്ന 
COCO BÔnelom16M00S030 100 wel233 CD03 
മുദ്രപ്പത്രത്തിൽ സമ്മതപത്രവും മൊത്തം തുകയുടെ ഒരു 
ശതമാനം നിരതദ്രവ്യവും സമർപ്പിക്കേണ്ടതാണ്. ഇവ ഇല്ലാത്ത 
ദർഘാസുകൾ നിരുപാധികം നിരസിക്കപ്പെടുന്നതാണ്. 
ഉപകരണങ്ങളുടെ വിശദവിവരങ്ങൾ ദർഘാസ് ഫോറത്തിനൊപ്പം 
ലഭിക്കുന്നതാണ്. 


No. D2/2710 /2011. 

26th May 2011 
Tenders , sealed with sealing wax are invited for the 
supply of Consumables for Civil Engineering Department 
of Government Engineering College, Thrissur. 

Tenders should be superscribed as Tender 
No. D2/ 20 /2011- 12 for the supply of consumables for Civil 
Engineering Department of this College and addressed to 
the Principal, Government Engineering College , Thrissur, 
Kerala . The last date for the receipt of tender is 5 - 8 - 2011 
at 2 p . m . The tender will be opened at 11 a . m . on 
6 - 8 - 2011 in the presence of such tenderers or their 
authorised representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College, 
Thrissur on cash remittance of 312 the price fixed for 
requisite tender form . Duplicate form , if required, will be 
issued at 156 per copy. The tender forms are not 
transferable. The sale of tender forms will be closed at 
12 Noon on 5 -8 -2011 . 

Cost of tender forms should be remitted either in cash 
or by money order 312 + postal charges . No other 
payments through Cheques , Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V . P. P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


Rajiv Gandhi Institute of Technology , 


( Sd .) 
Kottayam . 


Principal. 


SHORT TENDER NOTICES 


(1) 
No. D2/2669 /2011. 

25th May 2011. 
Tenders, sealed with sealing wax are invited for the 
supply of equipments of Chemical Engineering 
Department of Government Engineering College , Thrissur. 

Tenders should be superscribed as Tender 
No. D2/18 /2011 - 12 for the supply of equipments of Civil 
Electrical Engg. Department and addressed to the Principal, 
Government Engineering College, Thrissur, Kerala. The last 
date for the receipt of tender is 5 - 8 - 2011 at 2 p . m . The 
tenders will be opened at 11 a . m . on 6 - 8 - 2011 in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College , 
Thrissur on cash remittance of 416 + postal charge the 
price fixed for requisite tender form . Duplicate form , if 
required , will be issued at 208 per copy. Tender forms are 
not transferable. The sale of tender forms will be closed 
at 12 Noon on 5 - 8 - 2011 . 

Cost of tender forms should be remitted either in cash 
or by money order 416 + postal charges . No other 
payments through Cheques , Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 


No. D2/2711/2011. 

26th May 2011. 
Tenders , sealed with sealing wax , are invited for the 
supply of Consumables for Civil Engineering Department 
of Government Engineering College, Thrissur. 

Tenders should be superscribed as Tender 
No. D2 /21/ 2011 - 12 for the supply of equipments for Civil 
Engineering Department of this College and addressed to 
the Principal, Government Engineering College , Thrissur, 
Kerala . The last date for the receipt of tender is 5 - 8 - 2011 
at 2 p . m . The tenders will be opened at 11 a . m . on 
6 - 8 -2011 in the presence of such tenderers or authorised 
representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College , 
Thrissur on cash remittance of 416 the price fixed for 
requisite tender form . Duplicate form , if required , will be 
issued at 208 per copy. The tender forms are not 
transferable. The sale of tender forms will be closed at 
12 Noon on 5 -8 - 2011. 


Cost of tender forms should be remitted either in cash 
or by money order 416 + postal charges. No other 
payments through Cheques , Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V. P. P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders. 
No advance payments will be given . Tenders without EMD 
will not be accepted . 


Intending tenderers may obtain the requisite tender 
forms from the Principal , Government Engineering College , 
Thrissur on cash remittance of 2 ,080 the price fixed for 
requisite tender form . Duplicate form , if required , will be 
issued at 1, 040 per copy. The tender forms are not 
transferable. The sale of tender forms will be closed at 
12 Noon on 5 - 8 - 2011. 


Cost of tender forms should be remitted either in cash 
or by money order 2 ,080 + postal charge . No other 
payments through Cheques , Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V. P. P . 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders. No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


No. D2/ 2712 /2011. 

26th May 2011. 
Tenders, sealed with sealing wax are invited for the 
supply of equipments of Civil Engineering Department to 
Government Engineering College, Thrissur. 

Tenders should be superscribed as Tender 
No. D2/22/2011- 12 for the supply of equipments of Civil 
Electrical Engineering Department and addressed to the 
Principal, Government Engineering College , Thrissur, Kerala. 
The last date for the receipt of tender is 5 - 8 - 2011 at 
2 p . m . The tenders will be opened at 11 a . m . on 6 -8- 2011 
in the presence of such tenderers or their authorised 
representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College, 
Thrissur on cash remittance of 416 + postal charge the 
price fixed for requisite tender form . Duplicate form , if 
required , will be issued at 208 per copy. The tender forms 
are not transferable. The sale of tender forms will be 
closed at 12 Noon on 5 -8 - 2011. 

Cost of tender forms should be remitted either in cash 
or by money order 416 + postal charges . No other 
payments through Cheques , Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V. P. P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


No. D2/3130 /2011. 

15th June 2011. 
Tenders, sealed with sealing wax are invited for the 
supply of equipments to Chemical Engineering 
Department of Government Engineering College , Thrissur. 

Tenders should be superscribed as tender 
No. D2 /36 / 2011- 12 for the supply of equipments for 
Chemical Engineering Department of this College and 
addressed to the Principal, Government Engineering 
College , Thrissur, Kerala . The last date for the receipt of 
tender is 5 -8 -2011 at 2 p . m . The tender will be opened at 
11 a. m . on 6 -8 - 2011 in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 


Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College , 
Thrissur on cash remittance of 416 the price fixed for 
requisite tender form . Duplicate form , if required, will be 
issued at 208 per copy . The tender forms are not 
transferable. The sale of tender forms will be closed at 
12 Noon on 5 -8 - 2011. 

Cost of tender forms should be remitted either in cash 
or by money order 416 + postal charges. No other 
payments through Cheques, Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V . P. P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders. No 
advance payments will be given . Tenders without EMD 
will not be accepted . 


No. D2/3132 /2011 . 

15th June 2011 . 
Tenders, sealed with sealing wax are invited for the 
supply of equipments to Chemical Engineering Department 
of Government Engineering College, Thrissur. 

Tenders should be superscribed as Tender 
No. D2/35 / 2011 - 12 for the supply of equipments for 
Chemical Engineering Department of this College and 
addressed to Principal, Government Engineering College, 
Thrissur, Kerala . The last date for the receipt of tender is 
5 - 8 - 2011 at 2 p . m . The tender will be opened at 11 a . m . 
on 6 -8 - 2011 in the presence of such tenderers or their 
authorised representatives who may be present at that time. 


No . D2/3086 /2011. 

15th June 2011. 
Tenders , sealed with sealing wax are invited for the 
supply of Cement Autoclave , digital with pressure 
controller cum indicator to Civil Engineering Department of 
Government Engineering College , Thrissur. 


(9) 


No. D3/2749 /2011. 


16th June 2011. 


Tenders should be superscribed as Tender 
No. D2/38 /2011- 12 for the supply of consumables for Civil 
Engineering Department of this College and addressed to 
the Principal, Government Engineering College , Thrissur, 
Kerala . The last date for the receipt of tender is 5 -8 - 2011 
at 2 p . m . The tenders will be opened at 11 a . m . on 
6 - 8 - 2011 in the presence of such of the tenderers or their 
authorised representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College , 
Thrissur on cash remittance of 416 the price fixed for 
requisite tender form . Duplicate form , if required will be 
issued at 208 per copy. The tender forms are not 
transferable . The sale of tender forms will be closed at 
12 noon on 5 -8 - 2011. 

Cost of tender forms should be remitted either in cash 
or by Money Order 416 + postal charges . No other 
payments through Cheques, Postage Stamps, Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V. P. P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . 
No advance payments will be given . Tenders without EMD 
will not be accepted . 


Tenders, sealed with sealing wax , are invited for the 
supply of Assembled Computer to Mechanical Engineering 
Department of Government Engineering College , Thrissur. 

Tenders should be superscribed as Tender 
No. D3/41 /2011 - 12 for the supply of Equipments for 
Mechanical Engineering Department of this College and 
addressed to the Principal, Government Engineering 
College, Thrissur, Kerala. The last date for the receipt of 
tender is 1- 8 - 2011 at 2 p . m . The tenders will be opened 
at 11 a . m . on 2 -8 -2011 in the presence of such of the 
tenderers or their authorised representatives who may be 
present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College, 
Thrissur on cash remittance of 416 the price fixed for 
requisite tender form . Duplicate form , if required , will be 
issued at 208 per copy . The tender forms are not 
transferable. The sale of tender forms will be closed at 12 
noon on 1 -8 -2011. 

Cost of tender forms should be remitted either in cash 
or by Money Order 416 + postal charges . No other 
payments through Cheques, Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V . P . P . 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . 
No advance payments will be given . Tenders without EMD 
will not be accepted . 


No. D3/2429 /2011. 


15th June 2011 . 


( 10 ) 


No. D1/3004 /2011. 


21st June 2011 . 


Tenders, sealed with sealing wax are invited for the 
supply of Electrically Operated Aluminium Stir Casting 
Furnace to Mechanical Engineering Department of 
Government Engineering College, Thrissur. 

Tenders should be superscribed as Tender 
No. D3/40 /2011 - 12 for the supply of consumables for 
Mechanical Engineering Department of this College and 
addressed to the Principal, Government Engineering 
College , Thrissur, Kerala . The last date for the receipt of 
tender is 1 - 8 - 2011 at 2 p . m . The tender will be opened at 
11 a . m . on 2 - 8 - 2011 in the presence of such of the 
tenderers or their authorised representatives who may be 
present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal, Government Engineering College , 
Thrissur on cash remittance of 416 the price fixed for 
requisite tender form . Duplicate form , if required will be 
issued at 208 per copy . The tender forms are not 
transferable. The sale of tender forms will be closed at 
12 noon on 1 -8 - 2011. 


Tenders, sealed with sealing wax , are invited for the 
supply of Ansys Analysis Software in computational 
Mechanics Lab of Mech . Engineering Department of 
Government Engineering College , Thrissur. 

Tenders should be superscribed as Tender 
No. D1/46 /2011-12 for the supply of Equipments ofMech . 
Engineering Department and addressed to the Principal, 
Government Engineering College, Thrissur, Kerala . The last 
date for the receipt of tender is 1- 8 - 2011 at 2 p . m . The 
tenders will be opened at 11 a . m . on 2 - 8 - 2011 in the 
presence of such of the tenderers or authorised 
representatives who may be present at that time. 

Intending tenderers may obtain the requisite tender 
forms from the Principal , Government Engineering College, 
Thrissur on cash remittance of 624 + postal charge the 
price fixed for requisite tender form . Duplicate form , if 
required will be issued at 312 per copy. The tender forms 
are not transferable . The sale of tender forms will be 
closed at 12 noon on 1 - 8 -2011. 


Cost of tender forms should be remitted either in cash 
or by Money Order 416 + postal charges . No other 
payments through Cheques , Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V. P. P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . 
No advance payments will be given . Tenders without EMD 
will not be accepted . 


Cost of tender forms should be remitted either in cash 
or by Money Order 624 + postal charges . No other 
payments through Cheques , Postage Stamps , Postal 
Orders or Demand Drafts will be accepted towards the 
cost of tender forms. The forms will not be sent by V. P . P. 

The offer should be valid for a minimum period of 
six months from the date of opening the tenders . No 
advance payments will be given . Tenders without EMD 
will not be accepted . 
Govt. Engineering College, 

( Sd.) 
Thrissur. 

Principal. 


കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ദർഘാസ് ഫോറത്തിന്റെ വില 
യാതൊരു കാരണവശാലും മടക്കി കൊടുക്കുന്നതല്ല . ആവശ്യ 
മെങ്കിൽ ദർഘാസുകൾ റദ്ദ് ചെയ്യുവാനുള്ള അധികാരം പ്രിൻസി 
പ്പാളിൽ നിക്ഷിപ്തമാണ്. ദർഘാസുകൾ 18 - 8- 2011, 3 മണിക്ക് 
ഹാജരായിട്ടുള്ളവരുടെ സാന്നിധ്യത്തിൽ തുറന്ന് പരിശോധിക്കു 
ന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ 17 - 8 - 2011 , 3 മണി വരെ 
ആഫീസ് വേളയിൽ ലഭ്യമാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില 
ഡി . ഡി, ചെക്ക്, പോസ്റ്റൽ ഓർഡർ തുടങ്ങിയ രൂപത്തിൽ 
സ്വീകരിക്കുന്നതല്ല. ഇനങ്ങളെപ്പറ്റിയുള്ള വിശദ വിവരങ്ങൾ 
ദർഘാസിനൊടൊപ്പം ലഭിക്കുന്നതാണ്. ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് 
ഫോറങ്ങൾ 210 - ന് ലഭ്യമാണ്. 
Govt. Engineering College , 

( Sd.) 


SHORT TENDER NOTICE 


Wayanad , Mananthavady. 


Principal. 


No . D1 /2125/2011. 

| 23rd June 2011 . 
Sealed tenders are invited for the supply of the Item for 
Physical Education Department of Govt. Engineering Col 
lege , Wayanad , Mananthavady. 

The Tenders should be superscribed as “ Tender 
No. D1/ 2125 /2011 due on 18 -8 -2011 at 2 p.m . and addressed 
to The Principal, Government Engineering College, Wayanad. 
Late tenders will not be accepted . The tenders will be opened 
at 3 p . m . on 18 -8 - 2011 , in the presence of such tenderers or 
their authorised representatives who may be present at 
that time. 


SHORT TENDER EXTENSION NOTICE 
No. D -502/10 ( 2). 

| 22nd June 2011 . 
Sealed and competitive tenders are invited for the 
supply, installation and Demonstration of Machinery and 
Equipments to Mechanical Engineering Workshop to 
Government Polytechnic College , Kasaragod . The dates of 
the same are extended as follows. 


Estimate amount — 34 ,500 . 


EMD _ 1 % . 

The Tenders should be superscribed Tender 
No. 4 / 10 - 11 for the supply of Equipments to Mechanical 
Engineering Workshop and addressed to the Principal, 
Government Polytechnic College , Kasaragod , P. 0 . 
Periye-671 316 . The last date and time of receipt of tenders 
is on 10 -8 - 2011 at 11 a .m . The tenders will be opened at 
2 p. m . on the same day in the presence of such tenderers 
or their authorized representatives who may present at that 
time. 


Intending tenderersmay on application to the Principal, 
Government Engineering College , Wayanad obtain the 
requisite tender form in which tenders should be submitted . 
Application for the tender form should be accompanied by a 
cash remittance of 1,560 which is the price fixed for a form / 
set of forms and which is not refundable under any 
circumstances. Those who need the tender form by post 
should send M .O . 1,590 to the Principal, Government 
Engineering College , Wayanad . Tender forms are not 
transferable . The sale of tender forms will be closed at 
3 p . m . on 17 -8 - 2011 .DD , Cheques, Postage, Stamps etc . will 
not be accepted towards the cost of tender forms not will 
forms be sentby Value Payable Post . Duplicate tender forms, 
if required will be issued at 800 . 

- വയനാട് ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജിലെ 
ഫിസിക്കൽ എഡ്യൂക്കേഷൻ വകുപ്പിലേക്ക് സാമഗ്രികൾ 
വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

- ദർഘാസുകൾ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് 
കോളേജ്, വയനാട്, മാനന്തവാടി എന്ന വിലാസത്തിൽ അയച്ച് 
തരേണ്ടതും കവറിന് പുറത്ത് ദർഘാസ് നമ്പർ ഡി1/ 2125 / 11 
രേഖപ്പെടുത്തേണ്ടതുമാകുന്നു . 

- ദർഘാ സ് ഫോറ ങ്ങ ൾ ആ വ ശ്യ മു ള്ള വർക്ക് ഗവ . 
എൻജിനീയറിംഗ് കോളേജ് ഓഫീസിൽനിന്നും നേരിട്ട് 1,560- നും 
ത പാ ലിൽ വേണ്ട വർക്ക് 1590 - നും ലഭി ക്കു ന്ന താ ണ് . 
ദർഘാസുകൾ ലഭിക്കേണ്ട അവസാന തീയതി 18 - 8 - 2011 , 
2 മണി ആകുന്നു . വൈകികിട്ടുന്ന ദർഘാസുകൾ യാതൊരു 


Intending tenderers may on application to the 
Principal, Government Polytechnic College, Kasaragod , 
P. O . Periye - 671 316 may obtain the requisite Tender forms 
on which tenders should be submitted . Application for the 
tender forms should be accompanied by a cash remittance 
of 312 which is the price fixed for the tender form . The 
tender forms are not transferable . The sale of the tender 
forms will be closed at 3 p.m . on 9 - 8 - 2011 . Cheques, 
Drafts , Postal Orders etc. will not be accepted towards the 
cost of tender form nor the forms sent by VPP. Duplicate 
tender forms if required will be issued at a cost of 156 
per copy . 

Those who require the tender forms by post have to 
send a self addressed stamped for 36 envelope of size 
- 30x12 cm. after remitting the cost of Tender form by 
Money Order. 
Government Polytechnic 

( Sd.) 


College, Kasaragod . 


Principal. 


